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Message Text 


LIMITED OFFICIAL USE STATE 254147 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTORS 

BUENOS AIRES FOR RSO, PANAMA FOR OIC/RTC, RIO DE JANEIRO 
FOR TSO; FROM SY/OPS/T 

REF: BUENOS AIRES 7446 (PASSED) 

1 . TWO EACH SENTRIE FS-2 DETECTORS WILL BE SHIPPED DIRECT 
TO BUENOS AIRES. INSTALLATION, INITIAL CALIBRATION, AND 
SUBSEQUENT SERVICING, AS REQUIRED, SHOULD BE PROVIDED BY 
TSO RIO DE JANEIRO UPON REQUEST FROM RSO. 

2. UNLESS OIC/RTC OR TSO HAVE OTHER USES AND ADVISE 
ACCORDINGLY, TWO EACH ERISKEM UNITS SHOULD BE DISPOSED OF 
LOCALLY THRU NORMAL PROPERTY DISPOSAL CHANNELS. VANCE 
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